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2 July 1958 


CERETRAL INTELLIGENCE AGENCY 


The Central Intelligence Agency proposes to. enter imte a contract 
with the Granger Associates, Palo Alto, Calffornis, for the procurauent 
of the design, development and fabrication of one 0) Deception Repestor 
System. 


25X1A201 x nexehy find that this procuresent, Project MEM ts estimted 
to cost $45,000 and is chargeable to Fiseal Year 1956 funds anf ita for 
the design, development and fabrication of one (1} Deceytion Repeater 
Systen. Ee ee 
Defense and that i4 will be certified by the Director of Central 
Bxtelligence in accordance with precedure approved by the DCI on 15 
Becener 1956, to be for objects of 5 confidential, extraordinary and 


proposed 

nature end character of the system and its intended operational use on 
Agemey eireratt and would thereby jeopardize the security classification 
ef this praject. 


Zt hereby determine, az Contracting Officer for this comtract, that 
the necessity and authority for negotiation of this eumtract have been 
documented. 


by proper Agency authority, and that the proposed 
contract must necessarily be negotiated without forml advertising. 


% 


25X1A9a | 


Sonrtracting Officer, DPS 
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